SWARMING   BEES
eard anything?" the foreign diplomats • when they meet at Sachet's (for the •eption at Berchtold's has stopped). And lear nothing, they discover all sorts of ess, put two and two together, criticise. u, Your Excellency, there is only one >ws anything at all; that is Tschirschky, say."
urgkh is looking worried." ;rmann driving past; he was beaming." id openly that he would back Serbia up pened."
beko going on leave to-morrow? If so, cpecting anything very bad." lerely smiles."
Iways smiles."                                    4
schky holds his tongue because he does ;h; for the secret is being kept even from Vhat a mercy that the Germans answered general question as to what they thought imatum with a sweeping gesture: "That affair!" How can they be expected to have ntion for such things to-day, when quite .em is occupying the Foreign Office in y, ought one to telegraph to the King of s birthday to-morrow or not?  The Ulti-;ly Austria's concern!  In the very ante-he World War the courtly diplomats of capitals step back politely at the door and , "After you, Your Excellency!" :, it is reported to Berlin that the demands include the issue of a manifesto by King icing   the   Greater   Serbia  movement;   a iry into the responsibility, Austria partici-the dismissal of all persons in Belgrade : compromised., The substance but not the three demands is known to Bethmann in to Jagow in Berlin, to Tirpitz in Tarasp, 53 suffices.
